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NARA RG104, Entry 1, Box 192 


The Mint of the United States at Philadelphia, 
Superintendent’s Office, 
l8O.2 


Estimate for Assaying $300,000 worth of silver for coinage for San Domingo 
Improvement Co.- 


Including time, labor, materials &c. 
One hundred dollars. — 


Jacob B. Eckfeldt 
Assayer 


